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PROJECT  10073  RECORD  CARD 


1.  DATS 


21  Aug  55 


3.  DATE-TIME  CROUP 
Locot  ■■  - 

GMT 


5.  PHOTOS 

□ 

:d  No 


7,  LENGTH  OF  OBSERVATION 


l/n 


10.  BRIEF  SUMMARY  OF  SIGHTING 


2.  location 

17  i'ii  '221  ti  Ohio 


A.  TYPE  OF  OBSERVATION 

^ ^ Gfouirdi*  Vj  AUflt  Q^or 

□ Air-Visuol  Q Air*]nt«rcflpl  Rodar 


d.  SOURCE 

Civilian 


12.  CQKCLUSLOHS 

G Wdi  Bolloon 
O probably  BoHoon> 

□ Possibly  Balloon 

O Wos  AifCfoft 
Q Probably  Aircraft 

□ Possibly  Aircraft 


3.  NUMBER  OP  OBJECTS 


± 


9.  COURSE 


T'  ■ 


□ 

P 

□ 

p: 

D 

o 


Was  Astronomicol 
Probably  Astronomicol 
Possibly  Astronomical 

ntk.,  lol ->red  Gla-j 

Insuffictont  Data  for  Evoluofton 
link  no 


;n 


Cl’i.;'*  r,'lo.to  fell  fr;i  the  'T;y  £:  Innl.'I  cn 

irih-  * 

r l'^Cf  Of  :l  hcvi.jo  Lit  ^[V.’  j’vot  cf 
Ai:;;-  oV  the  gIci;;;:  v.-jc  I'ol 

'lU’f.'?';’:  ifi:;  ,;nooth  v/rcnr  lino.; 

in^er  rcvting  at  the  cr-nv.'r  I'orninG  nn  8 
loir.ti'i  Ld.Jir.  Th.?  oTgo-'  ti.-:  gin;;.,  .•:.:T3';ure 
;yi'l).'>ni  ".o-i  O;',  if  uubjir  ; i t'^  jLCti*, -i.".. 


II.  COMMENTS 

TUi;:  ir.;n  id;ntiri_‘t  ao  CQ:.'dug 

fr.  'I  no  li-  Uir.  iov.  -7.  .'  'bLimed  ; 
or.  th'i  gl'-  ■;  r-'iuli;.’..  i'n  V.m'no  '.'h.-n 
r:l-iL'..  wir-  ?in.;t  iilo J in  the  lO’.v 


,f  i*.on  ‘ . I'h : 0 a n ,i  in  cf  i n ; 1 1 i 1 i n 
tll.l.’.  t.,-:.-  • of  gl  ..'O..:  \r/lQ-J.d, 


o 


ATIC  rORM  (ffVV  2«  3KP  S3) 


i 

I 


DIP.SCTOa  OF  IiIT3LUG2.'CE 
376th  BOMaiRDMS’rr  WL'IG  MEDIUl^i 
United  States  Air  Force 
Lockbo'irne  Air  Force  Base,  Ohio 


376X01 


SU3.T3GT!  Identification  of  Falling  Object 


TO:  ATIG  (Major 


1.  The  inclosed  glass  object  fell  from  the  sky,  at  approximately  1300 
hours  on  Friday,  21  August  1959,  and  was  discovered  17  miles  IIW  of 
Marysville,  Ohio  (coordinates  402211  S421W) . This  glass  plate 
the  roof  of  a house  and  landed  at  the  feet  of  Mr . 

Ohio.  Mr.4iMH|N  tum»l  the  glass  plate  over  to  Mr 
||||||H|ki,  County  Civilian  Defense  head  who  contacted  the  Air  Base.  This 
object  \ra.s  furnished  to  a member  of  the  Intelligence  Division, 
376th  Bombardment  V/ing,  at  Lockboume  AFB,  Ohio  on  Tuesday,  25  August. 


2.  V/eather  conditions  were  reportedly  good  at  the  time  and  no  a 
were  visible  or  heard  at  the  time  the  object  landed  nor  were  any 
heard  immediately  prior  to  the  time  the  object  fell. 


3-  Investigation  by  the  Intelligence  Division  of  this  headqtjart ers 
reveals  the  following  information: 


c.  Color:  tinted  on  bot 


d.  Surface;  Sniooth,  with  fo'ir  ground  lines  Inte 
center  of  the  glass  forming  an  eight  pointed  star. 


a.  Condition:  Good,  except  broken  into  three  parts  which  natch 

together  perfectly  except  for  one  missing  broken  sliver  of  glass.  The 
edges  appear  carbonized  as  if  this  glass  was  subjected  to  extreme  heat 


4.  The  Journal  Tribune,  in  Marysville,  Ohio  published  a picture  of  this 
object  on  ifonday,  24  August.  The  article  erroneotisly  listed  the  date  of 
the  fall  as  being  Saturday,  22  August  rather  than  21  August.  A copy  of 
the  crti-le  is  included  as  inclos’ire  2.  The  :||||gg||||lllg||||||aaM|M|||p||I^P|||| 

S Marysville,  Ohio.  Ko  publicity  releases  have  peen  roques^ea  or 
ed  by  this  station. 


5.  3xaiaination  of  this  glass  by  T/Sgt  Charles  E.  Robinson,  376th  iima 
nant  and  Electronics  Squadron  of  this  station,  reveals  the  folloving 
infomationi 


"This  item  appears  to  be  a water  house  stop  that  could  be  used  in 
conjunction  with  the  0-23  Radar  Recording  Camera  or  the  0-22  ?Ladar  Record- 
ing Camera.  These  type  cameras  do  not  have  biiilt-in  diaphrans,  therefore 
different  size  water  house  stops  may  be  used  to  aUow  the  amo’irt  of  light 
passing  through  and  exposing  the  film  to  be  varied.  This  would  be  extreme 
ly  valuable  in  high  altitude,  high  speed  aircraft  using  the  above  ment- 


6.  The  carbonization  of  the  glass  and  apparent  melting  of  the  glass  may 
have  been  caused  by  air  friction  as  would  be  generated  by  extremely  high 
ooeed  aircraft  or  by  a free  fall  from  e;ctreoe  altitudes. 


7.  Personnel  at  Horth  American  aircraft,  Columbus,  Ohio,  informed  us 
that  they  had  no  jihoto  equipped  aircraft  in  the  area  at  that  time.  Air 
craft  assigned  to  this  base  do  not  use  this  type  equipr.ent. 


Colonel  Vitunak  (telephone  54204) , when  contacted  at  Vi'right  Patterson 
advise^i  that  the  glass  be  forw3u*ded  for  further  examination. 


1,  Glass  nlate 

2.  tiewspaper  clipping 


Intelligence  iJivision 


SatoMlIe  or  saucer  souvenir?  State  Civil  Defense  headquar- 
l*Ts  will  lie  asked  for  an  opinion.  This  four-  by  twr>-mch  red-  j 
sfjined  hent-maired  etched  wllh  a seven-point  star  was  i 

a bolt  from  the  blue  Satunlay  for  Arnold  Wiley,  Hichwood  Rt*  1*  ^ 
Wiley  was  coming'  around  the  bouse  when  it  hit  the  roof  and  fell  i 
(lu  the  ground  near  him.  He  said  there  was  no  plane  in  sight  i 
and  he  didn't  hear  anything.  He  turned  the  glass  over  to  Robert^  i 
Gordout  county  CD  head,  who  said  he  would  send  it  to  Columbus;  '' 


